MONUMENT  RECORD 
State  of  Indiana  -  County  of  Monroe 

Section:  02  Township:  9  North  Range:  2  West  Corner  ID:  Rich  S-03 

Monument  Description  &  Remarks:  R.R.  Spike  3"  below  ground.  Survey  Sign  4.5ft  above  ground 
at  pt.  B 

References  On  File:  Raymond  Graham  survey’s  (1978),  (1983),  (1990);  Eric  Deckard  survey,  Dodds 
(2008);  James  C.  Bennett  survey,  Reynolds/Aiken  (2008),  on  file  in  Surveyor  Office 
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